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June 8,1993 


TO 5 L.B. A. E. J.D. 

Please complete the attached survey 
and return to Division Office no 
later than 6/23/93. GBB 


G.H. MOULTON 
Chain Accounts Manager 


To: M. A, Belniak 

G. B. Brown 
J. H. Casey 
G. R. Deschenes 
T. J. Fitzin 
J. C. Gresty 
L S, Justo 
D. W. Keeney 


J. L. Merusi 
J. A. Miller 
L. M. O’Connor 
R. J, O'Rourke 
G. M. Richardson 
A. P. Scott 
R, F. Segelkell 

C, MUffindell 

D, T. Walsh 


110 Lake Avenue Soulh, 
Suite #41, Bldg. #2 
Nesconsai, NY 11767 
516-724-1430 
Fax 516-724-2677 


Subj ect; 7-Eleven - CVC Program 


h An outside contractor has been very active in placing the CVC fixturing in the Northeast Division. 

1 would appreciate the attached form be completed on each 7-11, as Mr. Terry Lyons has 
requested an update. 

Please return this to me by A H0W Q>h-$ j'I'S , 
thank you, 

fL 

George H. Moulton 

GHM/pk 
ntt, 

cc: E. M. McAtce 
P. E. Schmidt 
F. Kane 


B. G. Norman 
R. C. Farmer 
M. A. Young 


"We work for smokers." 

Source: https://www.indus documents.ucsf.edu/docs/fkhyOOOO 


51847 6513 




